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Some of the considerations governing the electrical and mechanical de- 
sign of flexible repeaters and their compoJient apparatus are discussed in 
this paper. The discussion includes description of the feedback amplifier 
and the sca-prcssure resisting container that surrormds it. Examples are 
given of some of the e x traor dinar ij measures taken to ensure continuous per- 
formance in service. 



INTKODUCTIOX 

Repeaters for use in the transatlantic submarine telephone cable sys- 
tem had to be designed to resist the stresses of laying, and to withstand 
the great pressures of water eneountorod in the North Atlantic route. 
In anticipation of the need for such a long telephone system in deep 
water, development work was started over 20 years ago on the design 
of a flexible repeater that could be incorporated in the cable and he 
handled as cable by conventional cable ship techniques. Successful com- 
pletion, in 1950, of the design and construction of the 24-channel Key 
West, Florida-Havana, Cuba system,^ led to the adoption of similar 
repeaters designed for 3(i channels for the North Atlantic link discussed 
in companion papers.'- " 

Repeater transmission characteristics determine, to a large extent, 
the degree to which system objectives can be met. In this repeater, sig- 
nificant characteristics are: 

(a) Noise and Modulation. These were established by the circuit con- 
figuration and by the use of the conservative electron tube* developed 
for the Key West-Havana project. 

(b) Initial Misalignment, or mismatch of repeater gain and cable loss 
throughout the transmitted band of frequencies. A match within 0.05 
db was the objective. This affected both the design and the precision 
reciuired in manufacture. 
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FLEXIBLE REPEATER DESIGN 71 

(c) Aging. As electron tubes lose mutual conductance with age, re- 
peater feedback decreases, repeater gain changes, and misalignment is 
affected. Decrease in feedback increases the gain at the higher frequen- 
cies so that the signal input must be reduced to prevent overloading, 
resulting in a signal-to-noisc penalty. Gain increase is inversely propor- 
tional to the amount of feedback; in these repeaters, 33 to 34 db of feed- 
back was the objective to keep this source of misalignment in bounds. 

Because repeaters are inaccessible for maintenance, facilities are pro- 
vided to enable the individual repeater performance to be checked from 
the shore end. This feature also permits a defective repeater to be identi- 
fied in the event of transmission failure. 

ItEPEATER UNIT 

The repeater, for the sake of discussion, may be divided into two parts, 
(!) the repeater unit, which contains the electron tubes and other cir- 
cuit components and (2) the water-proof container and seals which house 
the repeater unit. 

Circuit 

The circuit of the repeater unit is shown in Fig. 1. It is a three-stage 
feedljack amplifier of conventional design with the cathodes at ac ground. 
The amplifier is connet^ted to the cable through input and output cou- 
pling networks. Each coupling network consists of a transformer plus 
gain-shaping elements and a power separation inductor. 

The coupling networks directly affect the insertion gain as do the two 
feedback networks. The design of these networks controls the insertion 
gain of the amplifier. The required gain (inverse of cable loss) is shown 
in Fig. 2. The 39 dli shaping required between 20 and 104 kc is divided 
approximately equally among the input and output couphng networks 
and the feedback networks. 

The interstage networks are of conventional design. The gain of the 
first interstage is approximately flat across the band. The second inter- 
stage has a sloping characteristic, the gain increasing with frequency. 
The gain shaping of those networks offsets the loss of the feedback net- 
works so that the feedback is approximately flat across the band. 

Plate and heater power is supphed to the repeater over the cable.* 
The plate \'oltage {approximately 52 volts) is obtained from the drop 
across the heater string. The dc circuits are isolated from the container 
by the high voltage lilocking capacitors Ci , C2 and C3 . 
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Fig. 2 — Required insertion gain. 

Gain Formula 

The circuit of Fig. 1 may be represented by a simplified circuit con- 
sisting of an input coupling network, a three stage amplifier, an output 
network and a feedback impedance Z^ as shown in Fig. 3. From this 
figure it can be shown that the insertion gain of the repeater is given 
by:« 
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are "potentiometer terms". The gain of the input network is defined as 
/' = V/Ei ; where V is the open circuit voltage of the input network 
with Ei as the source, and the gain of the output network is defined as 
e*^ = i/Jj, This expression may be put in familiar form by recognizing 
that pipogmrZiZiZff is /i/3, the feedback around the loop. Hence 
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Equation (2) shows that the insertion gain of the repeater is the prod- 
uct of five factors, namely: 
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(1) (■ ' — the gain of the Input Network 

(2) e'" — the gain of the Output Network 

(3) Zc — the cable impedance 

(4) Z^ — the feedback inipedance 

(5) (At|8/1 - Mi8) — the M/3 effect term 

It should be noted that a numlier of simpUfying assumptions have 
iiecn made. For example, the effect of grid plate capacitance has been 
neglected. In addition the /3 circuit has been assumed to be a two termi- 
nal impedance whereas it is actually a four terminal network. However, 
in the pass band and over a large part of the outband of the repeater 
these simplifications give a \'ery good approximation to the true gain 
of the repeater. 

In the pass band (m/3/] — m/3) is very nearly unity so that the gain con- 
trolling factors are e\ e', and 1/Z^ assuming that Z^ is fixed. 

Coupling Networks 

The input and output networks are essentially identical. The net- 
works are of unterminated design and therefore do not present a good 
termination to the cable at all fre<iuencies which results in some ripple 
in the system transmission characteristic at the lower edge of the band 
and makes the repeater insertion gain .sensitive to variations in the cable 
impedance. However, this arrangement has the advantage of maximum 
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Fig. 3 — Simplified amplifier circuit. 
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Fig. 4 — Coupling network, 

signal to noise performance, highest gain, and most effective shaping 
with a minimum of elements. A minimum of elements is important in 
view of the space restrictions imposed by the flexible repeater structure. 
The sensitivity of the gain to variation in impedance is minimized by 
close manufacturing control of the cable and networks. 

The schematic of a couphng netw^ork is shown in Tig. 4 and the equiva- 
lent circuit in Fig. 5. Capacitor Ci and inductor L4 are part of the power 
separation circuit. The effect of L4 in the transmission band is negligible 
and it has been omitted from the equivalent circuit. How-ever Ci is in 
the direct transmission path and has a small effect at the lower edge of 
the band so that it becomes a design parameter. The combination R2 , 
L2 controls the low-frequency gain shaping of the network. Inductor L3 
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Fig. 5 — Equivalent circuit of coupling network. 
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builds out the leakage inductance of the transformer and together with 
capacitor C3 controls the shaping at the top end of the band. These ele- 
ments arc adjusted during manufacture of the networks to provide the 
desired shaping. 

The equivalent circuit is an approximation to the true transformer 
circuit. By standard network analysis techniques the ratio V/Ei , the 
gain of the network, can be obtained. The agreement between measure- 
ments and computation is sufficiently close, several hundredths of a db, 
to insure that the representation is good. 

Each coupling network is designed to provide approximately one- 
third of the total shaping required, or 13 db. While these networks are 
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Fig. 6 — (itviii of input coupling network. 

outside the feedback path, the impedances which they present to the 
amplifier are important factors in the feedback design. It can be seen 
from Fig. 3 that at the amplifier input the proportion of the feedback 
\'o]tage which will be effective in producing feedback around the loop 
is dependent upon the potentiometer division between (he grid-cathode 
impedance of the first tube and the impedance looking back into the 
coupling network. The greater the gain shaping of the network, the 
greater the potentiometer loss. The maximum gain which can be ob- 
tained from the coupling network is limited by the capacitance across 
the circuit. This capacitance cannot be reduced without increasing the 
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Fig. 7 — Input potentiometer term. 

potentiometer loss, and seriously limiting feedback. In this design an 
acceptable compromise is made when the ratio of network capacitance 
to grid-cathode capacitance has been fbced at 1.2 as suggested by Bode.« 
The gain through the input network and the deviation from one-third 
cable shape is shown in Fig. 6. A typical poteiitiometer term is shown 
in Fig. 7 

Similar considerations apply to the output network with the further 
restriction that the impedance presented to the output tube should be 
about 40,000 ohms at the top edge of the band for optimum modulation 
performance. 

The coupling networks have a temperature characteristic which must 
be taken into account in the insertion gain of the repeater. The charac- 
teristic is due to variations in the resistance of Ci and Ra with tempera- 
ture. This amounts to 0.005 db per degree F at 20 kc, decreasing with 
frequency, becoming negligible above 80 kc. 

Beta Circuit 

The beta or feedback network is designed to complement the combined 
characteristics of the input and output coupling networks and mop-up 
residual effects, such as those due to m/? effect and coupling network 
temperature coefficients. The network also provides the dc path for the 
output tube plate current. 
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The configuration of the beta circuit is shown in Fig. 8. In the pass 
band it is a two terminal network whose impedance varies from about 
300 ohms at 20 kc to 70 ohms at 164 kc. It consists of essentially two 
parts. The elements to the left of the dotted line provide the major por- 
tion of the shaping. With these the repeater is within ±0.7 db of the 
retjuired gain. The .series resonant circuits to the right of the dotted line 
reduce this to the ±0.05 dh set as the objective. 

The mopping up elements are connected to the main portion of the 
beta circuit through a resistance potentiometer Ri , Mi and R3 . This 
scales the elements of the resonant circuits to values which would meet 
mounting space and component restrictions. 

Built-in Testing Features 

The crystal Y and capacitor C, Fig. 1, in the feedback path provide the 
means for checking the repeater from the shore .station. The crystal is a 
.sharply tuned series-resonant .shunt on the feedback path which reduces 
the feedback at the resonant freciuency and produces a narrow peak in 

the insertion gain characteristic of the repeater. The feedback reduction, 
and hence the peak gain, is controlled by the potentiometer divider 
formed by the reactance of the capacitor and the series resonant resist- 
ance of the crj^stal. The crystal and capacitor arc chosen so that sub- 
.stantially all the feedback is re[iio\'ed from the repeater. With no feed- 
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Fig. 8 — Beta network. 
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back the peak gain is proportional to the mutual conductance of the 
three tubes. 

At frequencies well off resonance the impedance of the crystal ia high 
so that no reduction in feedback results. Periodic measurements of gain 
at the resonant frequency relati^^e to measurements made at a frequency 
off resonance will show any changes in the tubes. The crystal frequency 
is different for each repeater so that by measuring the gain from the 
shore stations at the various crystal frequencies it is possible to monitor 
the performance of the individual repeaters. 

The increase in gain at the peak is approximately 25 db. The crystal 
frequencies, spaced at 100-cycle intervals, are placed above the normal 
transmitted band between 167 and 173.4 kc. 

Thermal noise always present at the input to the repeater, is also am- 
plified over the narrow band of frequencies corresponding to the peak 
gain in each repeater so that at the receiving end of the line there are a 
series of noise peaks, one for each repeater. Should a repeater fail, the 
noise peaks of all repeaters between the faulty repeater and the receiving 
end will be present and those from repeaters ahead will be missing. By 
determining which peaks are missing the location of the failed repeater 
can be determined. It is obvious that to locate a faulty repeater the powder 
circuit must be intact. To guard against power interruption owing to 
an open electron-tube heater, a gas tube V4, Fig. 1, is connected across 
the heater string as a bypass. 

Loo-p Feedback 

The design of the feedback loop follows conventional practice. The 
restrictions that limit the amoimt of feedback that can be obtained in 
the transmitted band are well known.^ Broadly speaking, the figure of 
merit of the electron tubes and the incidental circuit capacitances de- 
termine the asymptotic cutoff which limits the amount of feedback that 
can be obtained in the band. With the flexible repeater circuit, capaci- 
tances are rather large because of the severe space restrictions and physi- 
cal length of the structure. Transit time of 1.8° per megacycle per tube 
and a like amount for the physical length of the feedback loop reduced 
the available feedback by 2 db. 

Margins of 10 db at phase cross-over and 30° at gain cross-over were 
set as design objectives. While these may seem to be ultraconservative 
in view of the tight controls placed on components and the mechanical 
assembly, it should be borne in mind that the repeaters are inaccessible 
and repairs would be costly. 

Modulation and tube aging considerations require a minimum feed- 
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Fig. 9 — Repeater make-up. 

back of 33-3-t db. With the restrictions noted above and the effect of 
the potentiometer terms on the available feedback, the top edge of the 
band is limited to about 165 kc with the desired feedback. 

Mechanical Design 

To provide a flexible structure the repeater unit is assembled in a 
number of longitudinal sections mechanically coupled by helical springs 
and electrically interconnected by means of bus tapes. The assembly is 
composed of 17 sections. Figs. 9 and 10 show the repeater make-up and 
an assembled unit. 

The sections consist of the circuit component, or components, mounted 
iu machined plastii; forms and enclosed in a plastic container which in 
turn is enclosed in a housing of the same material.* The sections contain 
circuit components grouped functionally such as input coupling net- 
work, interstage, electron tube, or high voltage blocking capacitor. In 
the case of the feedback network it was necessary to mount the network 
in two sections because of the large numbers of components involved. 
A typical network, container and housing are shown in Fig. 11. 

The bus tapes are placed in grooves milled in the outer surfaces of the 

* The material used is methyl melhacrylatc which was chosen for its physical 
arici chemical staliility niul good m;ichiriability. 




Fig. 10 — Overall view of the repeater uuit. 
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Fig. U — Network section. 

section containers. Wiring spaces are machined into the ends of the con- 
tainers for connecting network leads to the bus tapes. The housing is 
placed over the container and the buses and is closed by a plastic coupler 
plate which also forms part of the intersection couplers. The coupler 
plates are fastened to the housing with plastic pins. 

Between sections the bus tapes are looped toward the longitudinal 
axis of the repeater unit. The dimensions of the loop are rigidly con- 
trolled so that as the unit is flexed during bending of the repeater, the 
loops always return to their original location between sections and do 
not short to each other or the metal outer container. The bus tapes 
have either an electrical connection or lock at one end of each section 
to eliminate any tendency of the tapes to creep as the repeater unit is 
flexed. 

The buses consist of two copper tapes in parallel to guard against 
opens should one tape break. The design of the connections to the buses 
is such that once the section is closed there can be no disturbance of the 
tapes or network leads in the vicinity of the electrical connections. The 
bus-type wiring plan w^as chosen as the best arrangement for the long 
structure in keeping with the stringent transmission requirements. Elec- 
trically adjacent but physically remote components can thus be inter- 
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roiiiiected with fitreful control of the parasitic capacitances and cou- 
plings to insure reproducibility from unit to unit in manufacture. 

COMPONENTS 

The development of passive components for use in the flexible repeater 
presented a number of unusual problems, the most important being: (1) 
the extreme reliability, (2) the high dogi'ce of stability, (3) the limita- 
tions on size and shape and, (4) an environment of constant low tempera- 
ture. 

The repeaters for the transatlantic system contain a total of approxi- 
mately (i,000 resistors, capacitors, inductors and transformers. If we are 
to be 90 per cent certain of attaining the objective of 20 years service 
without failure of any of these components, the effective average annual 
failure rate for the components must be not more than 1 in a million. 
To assure this degree of reliability by actual tests would require more 
than 400 years testing on f),000 components. Obviously some other ap- 
proach to insure reliability is rctiuircd. The most obvious avenue, that 
of providing a large factor of safety, was not open because of space 
limitations. 

Fortunately, with only one exception, the passive components do not 
wear out. Thus the approach to reliability could be made by one or 
more of the following: 

1. The use of constructions and materials which have been proved by 
long use, particularly in the Bell System. 

2. The use of only mechanically and chemically stable materials. 

1^. The u.se of extreme precautions to avoid contamination by materials 
which might promote deterioration. 

4. Special care in manufacture to insure freedom from potentially 
hazardous defects. 

The philosophy of using only tried and proved types of components 
dictated the use of wire wound resistors, impregnated paper and silvered 
mica capacitors and permalloy cores for inductors and transformers. 
While newer and, in some ways, superior materials are known, none of 
these possessed the necessary long record of trouble-free performance. 
In some cases, particularly in resistors, this approach resulted in more 
difficult design problems and also in physically larger components. While 
the ambient conditions in the repeater, i.e., low temperatures and ex- 
treme dryness, are ideal from the standpoint of minimizing corrosion or 
other harmful effects of a chemical nature, the materials used in the fab- 
rication of components were ne\'ertheless limited to those which are in- 
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Fig, 12 — Accelerated life tests on paper capacitors with various impregnants 
at room temperature (60° to 80°r). 

herently stable and noiireactive. In addition, raw materials were care- 
fully protected from contamination from the time of their manufacture 
until they were used, or, wherever possible, they were cleaned and tested 
for freedom from contaminants just prior to use. Unusually detailed 
specifications were prepared for all materials. 

The effort to achieve extreme rehability also influenced or dictated a 
number of design factors such as the minimum wire diameters used in 
wound apparatus, the use of as few electrical joints as possible and the 
use of relatively simple structures. These limitations resulted in the use 
of unencased components in most instances. Wherever possible, the ends 
of windings were used as terminal leads to avoid unnecessary soldered 
connections. This injected the additional hazard of lead breakage owing 
to handling during manufacture and inspection. This hazard was mini- 
mized in most instances by providing the windings with extra turns 
which were removed just before the component was assembled in the 
network. Thus, the lead wires in the final assembly had never been sub- 
jected to severe stress. Where this technique was impracticable, special 
fixtures and handling procedures were used to prevent undue flexing or 
stressing of lead wires. 

As mentioned above there was one typo of passive component in which 
life is a function of time and severity of operating conditions. These are 
the capacitors, especially those subject to high voltages. Because of this 



FLEXIBLE REPEATER DESIGN 



83 



and the fact that the physical and electrical requirements dictated the 
UHC of relati\'ely high dielectric stress in these capacitors, a program of 
study covering a wide range of dielectric materials was undertaken about 
1940. This study showed that none of the usual solid or semisolid materi- 
als used to impregnate paper capacitors were suitable for continuous use 
at sea bottom temperatures. Typical results of this program are shown 
in Kigs. 12 and 13. These curves show the performance of capacitors 
operating at approximately 1.8 times normal dielectric stress at both 
sea bottom and room temperatures. It is evident that even semisolid im- 
pregnants are inferior to Ii[|uids at the lower temperature. The need for 
the maximum capacitance in a given space restricted the field still fur- 
ther, so that the final choice was a design using castor-oil-impregnated 
kraft paper as the dielectric. 

It is well established that the hfe of impregnated paper capacitors is 
inversely proportional to the fourth to sixth pow'er of the voltage stress; 



or 






where p ranges from 4 to (i. This fact permits the accumulation of a large 
amount of life information in a I'clatively short time. In order to insure 
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Fir. 13 — Accelerated life tests on paper capacitors with various impregnants 
at 40 °F. 
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that the capacitor design selected would provide the degree of reUability 
required, a number of capacitors were constructed and placed on test 
at voltage stresses ranging from 1| to 2i times the maximum stress ex- 
pected in service. From the performance of these samples, a prediction 
of performance under service conditions can be made as follows: 

The total equivalent exposure in terms of capacitor years at the maxi- 
mum service \'oltage can be computed for the samples under test by the 
following summation: 

T = iViT, (J^J + N,T, (J^y + ■ ■ + N.Tr (J^y (1) 

where Ni , N2 , ■ ■ ■ Nr are the number of samples on test at \-oltage 
stresses Vi , Vn and Vr , 7'i , 7^2 , ■ ■ ■ Tr are the total times of the individ- 
ual tests and V, is the maximum \'oltage stress under service conditions. 
If, as has been the case in the tests described above, there has been 
only one failure in the total exposure T, we can estimate from probability 
ecjuations the limits or bounds within which the first failure will occur 
iu a system involving a given number of capacitors operating at a volt- 
age stress Vs ■ These equations are: 

probability of no failures in exposure T ^ e^^''"'^ (2) 

probability of more than one failure in exposure tinic T = 

T\ -TIL 



1-^1 + ,;.- (3) 

where T is obtained from (1) and L is the total exposure in the same 
units as T for the service conditions. The solutions of (2) and (3) for 
L using any desired probability give the maximum and minimum ex- 
posures in capacitor-years, within which the first failure may be ex- 
pected to occur under service conditions. 

However, since the voltage on the capacitors varies from repeater to 
repeater, it is necessary to determine the equivalent exposure of the sys- 
tem in terms of capacitor-years per year of operation at the maximum 
service voltage in order to estimate the time to the first failure in the 
system. This is obtained from (1) for one-half of one cable by substitut- 
ing the supply voltage at each repeater for Vi , V2 , etc., the maximum 
service voltage for Vs and the number of capacitors per repeater for A''. 
The total exposure for a two cable system is then 4 times this figure. 
With the data which has been accumulated and the number of capacitors 
and voltages of the transatlantic system, we estimate with a probability 
of being correct nine times in ten that the first "wear-out" failure of a 
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capacitor in the transatlantic system mil not occui' in less than 16 years 
nor more than 600 years. 

There is, of course, tlie possibility of a catastrophic or early failure due 
to mechanical or otlier defects not associated with normal deterioration 
of the dielectric. Such potential failures are not always detected by the 
commonly used short-time over-voltage test. Thus, for submarine cable 
repeaters, all capacitors subjected to dc potentials in service are sub- 
jected to at least I5 times the maximum operating voltage for a period 
of four to six months before thej^ are used in repeaters. Experience indi- 
cates that this is adequate to detect potential early failures. The results 
of this type of testing on submarine cable capacitors is an indication of 
the care used in selecting materials and manufacturing the capacitors. 
Only one failure has occurred in more than 3,000 capacitor-years of 
testing. 

An important aspect of the control of quality of components is the 
control of the raw materials used in their manufacture. For the trans- 
atlantic project, this was accomplished by rigid specifications, thorough 
inspection and testing, supplemented in some cases by a process of se- 
lection. 

This can be illustrated by the procedure used for selecting the paper 
used as the dielectric in capacitors. The Western Electric Company 
nui'inally iuHpccts many lots of capacitor paper during each year. Tho.se 
lots which were outstanding in their ability to stand up under a highly 
accelerated voltage test were selected from this regular inspection proc- 
ess. These selected lots were then subjected to a somewhat less highly 
accelerated life test. Paper which met the performance requirements of 
this test was slit into the proper widths for use in capacitors. Sample 
capacitors were tlien prepared with this paper and so selected that they 
represented a uniform sampling of the lot at the rate of one sample for 
approximately each three pounds of paper. These samples were impreg- 
nated with the sanie lot of oil to be used in the final product. Satisfactory 
completion of accelerated life and other tests on these samples consti- 
tuted final (|ualification of the paper for production of capacitors. Rela- 
tively few raw materials were adaptable to .such tests or required such 
detailed and exhausti\e inspection as capacitor paper. But the attitude 
in all cases was that the material be quahfied not only as to its primary 
constituents or characteristics but also as to its uniformity and freedom 
from unwanted properties. 

To a considerable extent, stability of components is assured by the 
practice of using only those types of structures which have long records 
of satisfactory field performance. However, in some cases, a product far 
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more stable than usual was required. This was true of the high voltage 
capacitors where other requirements dictated the use of impregnated 
paper as the dielectric but where the degree of stabihty required was 
comparable to that expected of more stable types of capacitors. In so 
far as possible, stability was built into the components by appropriate 
design but, where necessary, stabihzing treatments consisting of re- 
peated temperature cycles were used to accelerate aging processes to 
reach a stable condition prior to assembly of the repeaters. Temperature 
cycling or observation over periods up to six months were used also to 
determine that the components' characteristics were stable. 

Exceptional inspection procedures followed to insure reliability and 
stability are described in detail in a companion paper. ^ 

As mentioned earlier, the design and construction of components was 
simplified by omitting housings or containers, except for oil impregnated 
paper capacitors. Adequate mountings for the components were obtained 
in several ways. Mica capacitors were cemented to small bases of methyl 
methacrylate which were in turn cemented in suitable recesses in net- 
work structures. Inductors and transformers were cemented directly 
into recesses in the network housings. Fig. 14 illustrates some of these 
structures and their mounting arrangements. On the bottom is a molyb- 
denum permalloy dust core coil in which a mounting ring of methyl 




Fig. 14 — Mounting for molybdenum perraalloj' dugt core coils. 
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Fig. 15 — Ciipiicitor and resistor capficitor combinations. 

niethacrylatc provided with radial fins is secured around the core by 
tape and the wire of the winding. Such inductors were mounted by ce- 
menting the projecting fins into slots arranged around a recess in the 
network liousing. On top is an inductor which, for electrical reasons, 
required a core of greater cross-section than could be accommodated in 
the network when made by the usual toroidal construction. In this case, 
the effective cross-section of two cores was obtained by cementing the 
cores in a "figurc-8" position and by applying the winding so that it 
threads the hole in both cores. With these constructions, the cement used 
to secure the inductors does not come into contact with the wire of the 
winding which is thereby not subject to strains produced by curing of 
the cement. 

For economy of space and also to reduce the number of soldered con- 
nections, many of the components' structures contain two or more ele- 
ments. Inductors and resistors were combined by winding inductors with 
resistance wire. Separate adjustment of inductance and resistance were 
obtained by adjusting tmns for inductance and the length of wire in a 
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small "non-inductive" winding for resistance. The inductor on the bot- 
tom in Fig. 14 illustrates one type in which the non-inductive part of 
the winding is placed on one of the separating fins. In some cases, capaci- 
tors and resistors were also combined. Fig. 15 shows two of these. The 
capacitor at the bottom right contains three capacitances and a single re- 
sistance in the same container. This construction requires that the re- 
sistor parts be capable of withstanding the capacitor drying and impreg- 
nation process and also that the resistor contain nothing which would 
be harmful to the capacitor. The capacitor on the left in this figure is 
housed in a ceramic container on which is wound a resistor. The capaci- 
tor at the top is a high-voltage type which, aside from electron tubes, 
represents the largest single component used in the repeater. In thiy ca- 
pacitor, the tape terminals which contact the electrodes are brought out 
through the ceramic cover and are made long enough to reach an ap- 
propriate point so as to avoid additional soldered connections. Such 
special designs introduced many problems in the manufacture of the 
components. However, the improved perfoi-mance of the repeater and 
the increase in the inherent reliability of the overall system fully justified 
the greater effort which was required for the production of such special- 
ized apparatus. 

POWER BY-PASS GAS TUBE* ' 

The fault locating means, referred to previously, requires that the 
power circuit through the cable be continuous. To protect against an 
open circuit in the repeater, such as a heater failure, an additional de- 
vice is required to bypass the line current. This bypass must be a high 
resistance under normal operating conditions since any current taken 
by this device must be supplied through preceding i-epeaters. If an open 
circuit occurs the bypass must carry the full cable current. At full cur- 
rent, the voltage drop should be small to avoid excessive localized power 
dissipation in the repeater. The device should recover when power is 
removed so that false operation by a transient condition will not perma- 
nently bypass the repeater. 

A gas diode using an ionically heated cathode has been used to meet 
these requirements. By making the breakdown voltage safely greater 
than the drop across the heater string, no power is taken by the tube 
under normal repeater operation. In the event of an open circuit in the 
repeater, the voltage across the tube rises and breakdown occurs. Full 
cable current is then passed through the gas discharge. Removal of power 
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from the cable allows the tube to deionize and recover in the event of 
false triggering by transientH. The cathode is a coil of tungsten wire coated 
with a mixture of hai'ium and strontium oxide. A cold cathode glow dis- 
charge forms when the tube is first broken down. This discharge has a 
sustaining voltage of the order of 70 volts. The glow discharge initially 
covers the entire cathode area. Local heating occurs and some parts of 
the oxide coating begin to emit electrons thermionically. This local emis- 
.sion causes increased current density and further increases the local 
heating. The discharge thus concentrates to a thermionic arc coveriiig 
only a portion of the coil. The sustaining voltage is then of the order of 
10 volt.s. 

Mechanically the tube was designed to minimize the possibility of a 
short circuit resulting from structural failure of tube parts. Fig. Ki shows 
the construction of the tube. The glass envelope and stem structure which 
had pre\'iously lieen de\'eloped for the hot cathode repeater tubes were 
used as a starting point for the design. The anode is a circular disk of 
nickel attached to two of the stem lead wires. To provide shock resistance 
the supporting steni leads are crossed and welded in the center. To pro- 
tect against weld failure, a nickel slee\'e is used at each end of the cathode 




Fig. 16— Tlie power by-pass gas tube. 
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coil. It is crimped to hold the coil mechanically in place and then welded 
at the end for electrical connection. At the end of the coil as well as in 
all other places where it is possible, a mechanical wrap is made in addi- 
tion to spot welding. An additional precaution is taken by inserting an 
insulated molybdenum support rod through the center of the cathode 
coil. The filling gas is argon at a pressure of 10 mm Hg. To pi'ovide ini- 
tial ionization, 1 microgram of radiimi in the form of radium bromide 
was placed on the inside of the tube envelope. All materials were pro- 
cured in batches of sufficient size to make the entire lot of tubes and care- 
fully tested before being approved for use. The tubes were fabricated in 
small groups and a complete history was kept of the processing of each 
lot. 

For detailed study of tube performance, a number of electrical tests 
were made. These involved measurements of breakdown voltage, operat- 
ing voltage as a glow discharge at low current, current required to cause 
the transition to a thermionic arc, the time required at the cable current 
to cause transition to the low voltage arc, and the sustaining voltage at 
the full cable current. 

All tubes were aged by operating at 250 milliamperes on a schedule 
which included a sequence of short on-off periods (2 min. on, 2 min. off) 
followed by periods of continuous operation. A total of 150 starts and 
300 hours of continuous operation were used. Following this aging 
schedule the tubes were allowed to stabilize for a few days and then sub- 
jected to a 2-hour thermal treatment or pulse at 125°C. It was required 
that no more than a few volts change in breakdown voltage occur during 
this thermal pulse before a tube was considered as a candidate for use 
in repeaters. 

After aging and selection as candidates for repeaters, tubes were 
stored in a light-tight can at 0°C. Measurements were made to assure 
stability of breakdovm voltage and breakdown time. 

The quality of each group of 12 tubes was further checked by continu- 
ous and on-off cycling life tests. The fact that none of these tubes has 
failed on the cycling tests at less than 3,500 hours and 1,500 starts and 
no tube on continuous operation has failed at less than 4,200 hours gives 
assurance that system tubes vd\l start once and operate for the few hours 
necessary to locate a defective repeater. Long-term shelf tests of repre- 
sentative samples at 70°C and at 0°C give assurance of satisfactory 
behavior in the system. 

CONTAINER AND SEALS 

The design of the flexible enclosure for the flexible repeater unit is 
basically the same as it emerged from its development stages in the 
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1930's. It is virtually identical to the structure of the repeaters manu- 
factured by the Bell Telephone Laboratories for the cables laid in 1950 
between Key West and Havana.^ 

The functions of the enclosure are to protect the repeater unit from 
the effects of water at great pressure at the ocean bottom; to provide 
means of connecting the repeater to the cable before laying; and to be 
slender and flexible enough to behave like cable during laying. How these 
functions are met in the design may be more readily understood by refer- 
ence to Fig. 17. 

The repeater unit, described earlier, is surrounded Ijy a two-layer 
carcass of steel rings, end to end. The rings are surrounded in turn by a 
copper tube If inches in diameter and having a aV-i^ch wall. 

WTien a repeater is l)ent during laying by passing onto the cable-ship 
drum, the steel rings separate at the outer periphery of the bend and the 
copper tube stretches beyond its elastic hmit. As the repeater leaves the 
drum mider tension the rings separate and the copper stretches on the 
opposite side, leaving the repeater in a slightly elongated state. At the 
ocean bottom, hydraulic pressure restores the repeater to its original 
condition with rings abutted and the copper tube reformed. 

The system of seals in each end of the tube consists of (1) a glass-to- 
Kovar seal adjacent to the repeater unit, (2) a rubber-to-brass seal sea- 
ward from the glass seal, and (.3) a core tube and core .sleeve .seal sea- 
ward from the rubber seal. 

The glass seal, although capable of withstanding sea bottom pressures, 
is primarily a water vapor barrier and a lead-through for electrical con- 
nection to the repeater circuit. In service it is normally protected from 
exposure to sea pressures liy the rubber seal. 

The rubber seal, capable of withstanding sea bottom pressures, is in- 
deed exposed to these pressures for the life of the repeater, but is not 
exposed to sea water. It is likewise a lead-through for electrical connec- 
tion from the cable to the glass seal. 

The core sleeve seal is an elastic barrier between sea water on the out- 
side and a fluid on the inside. This fluid, polyisobutylene, is a viscous 
honey-like substance, chemically inert, electrically a good insulator, and 
a moderately good waier vapor barrier. It fills the long thin annular 
space outside the caljle core and inside a copper core tube and thus 
becomes the medium of transmitting to the rubber seal the sea pressure 
exerted on the core sleeve. It can be seen that the core sleeve seal has 
nominally no pressure resisting function and no electrical function. 

The same fluid is also used to fill the space between the glass and rub- 
ber seals. Voids at any point in the system of seals are potential hazards 
to long, trouble-free life. Empty pockets, for instance, lying between the 
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central conductor and the outer conductor, or container, are capable of 
becoming electrically conducting paths if filled with water vapor. As 
pointed out in companion papers,-' ■" the voltage between the repeater 
(and cable) central and outer conductors is in the neighborhood of 2,000 
volts at the ends of the transatlantic system. 

The filling of the seal interspace with a liquid would defeat one func- 
tion of the rubber seal if special features were not provided in the rubber 
seal design. A^ery slight displacement of the rubber seal toward the glass 
seal because of sea pressure, or resulting from reduction in volume owing 
to falling temperature, would otherwise build up pressure in the liquid 
and on the glass seal. We avoid this by providing a kind of resilience in 
the interspace chamber. Three small l>rass bellows, partly compressed, 
occupy fixed cavities in the chamber. They can compress readily and 
maintain essentially constant conditions independent of external pres- 
sures and temperatures. 

The entire repeater assembly enclosed in copper is approximately 23 
feet long. Tails of cable at each end make the total length about 80 feet 
before splicing. The central conductor of each cable tail is joined to the 
rubber seal central conductor, with the insulation molded in place in 
generally the same manner as in cable-to-cable junctions elsewhere in 
the system. The outer-conductor copper tapes of the cable tails are 
electrically conno<^ted to the copper core tubes. 

The copper region is coated with asphalt varnish and gutta percha 
tape to minimize corrosion. Over this coating bandage-like layers of 
glass fabric tape are built up to produce an outer contour tapering from 
cable diameter at one end up to repeater diameter and back down to 
cable diameter at the opposite end. The tape covering is saturated with 
asphalt varnish. This tape is primarily a bedding for the armor wires 
that are laid on the outside of both cable tails and repeater to make the 
repeater cable-like in its tensile properties and capable of being spliced 
to cable. 

In the region of the repeater proper where the diameter is double that 
of cable, extra armor wires are added to produce a layer without spaces. 
Also, to avoid sulijectiug the repeater to the torque chaiacteristically 
present in cable under the tensions of laying, a second layer of armor 
wires of opposite lay is added o\er the first layer. This armoring process 
is so closely related to the armoring of cable core in a cable factory that 
it is performed there. 

Materials 

Following the same design philosophy applied to the repeater compo- 
nents, the materials of construction of the repeater container and seals 
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were chosen for maxiinum life, compatibility with each other, and for 
best adaptability to the design intent. Specifications particularly adapted 
to this nse were set up for all of the some 50 different metals and non- 
metals employed in the enclosure design. In general, the methods es- 
tablished for proving the integrity of the materials are more elaborate 
than usual commercial practice. In most instances, such as that of cop- 
per container tubes, the extraordinary inspection for defects and weak- 
nesses with its resulting rejection rate, resulted in high cost for the usable 
material. 

TESTING 

A substantial part of the development work on the repeater enclosure 
was concerned with devising tests that give real assurance of soundness 
and stability. It is beyond the scope of this paper to discuss how each 
part is tested before and after it is assembled but certain outstanding 
tests deserve mention. 

Steel Ring Tests 

Each of the inner steel rings, before installation, is required to pass a 
magnetic particle test to find evidence of hidden metallurgical faults. 
Each ring is later a participant in a group test under hydraulic pressure 
simulating the crushing effect of ocean bottom service but exceeding 
the working pressures. The magnetic particle test is repeated. 

Helium Leak Tests 

Both glass and rubber seal assemblies, before being installed in re- 
peaters, are required to undergo individual tests under high-pressure 
helium gas. Helium is used not only because its small molecules can pass 
through smaller leaks than can water molecules but because of the ex- 
cellent mass spectrometer type of leak detectors commercially available 
for this technique. While helium is apphed at high pressure to the 
outer wall of the seal, the inner wall is maintained under vacuum in a 
chamber joined with the leak detector. The passage of helium through a 
faulty seal at the rate of 10"^ miUiliters per second can be detected. 
Stated differently, this is 1 milliUter of helium in 30 years. The relation 
of water-leak rate to helium-leak rate is dependent on the physical na- 
ture of the leak, but if they were assumed to be equal rates, the amount 
of water which might enter a tested repeater in 20 years would be 0.66 
grams. A desiccant within the repeater cavity is designed to keep the 
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relative humidity under 10 per cent if the water intake were five times 
this amount. 

After glass seals are silver brazed into the ends of the copper tube of 
the repeater the hehum test is repeated to check the braze and to re- 
check the seal. For this test the entire repeater must necessarily be sub- 
merged in high pressure helium. Obviously, in order to sense a possible 
passage of the gas from the outside to the inside, the leak detector vac- 
uum system must be connected to the internal volume of the repeater. 
For this mid other reasons a small diameter tube that by-passes the seal 
is pro\'ideil as a featiu'e of the .seal design. After the leak integrity of the 
repeater is established by this means for all but the access tube, this 
tube is then used as a means of vacuum drying the repeater and then 
filling it with extremely dry nitrogen. Following this, the tube is closed 
by welding and brazing. This closure is then the only remaining leak 
possibility and is checked by a radioisotope leak test. 

Radioisotope Leak Test 

I Of various methods of detecting the passage of very small amounts of 
a liquid or a gas from the outside to the inside of a sealed repeater, a 
scheme using a gamma-emitting radioisotope appeared to be the most 
applicable. 

The relatively small region of the welded tube referred to above is 
surrounded by a solution of a soluble salt of cesium^^'*. With the entire 
repeater in a pressure tank, hydraulic pressure in excess of service pres- 
sures is applied for about 60 hours. The repeater is removed from the 
tank, the radioactive solution is removed and the test region is washed 
by a special process so as to be e.ssentially free from external radioac- 
tivity. A special geiger counter is applied to the region. If there has been 
no leak the gamma radiation reads a low value. If an intake has occurred 
of as much as one milligram of the isotope solution, the radiation count 
is about four to five times greater than that of the no-leak condition. 
The rate of leak indicated is an acceptable measure of soundness of the 
repeater closure. 

The helium and subsequent isotope leak tests are made on a repeater 
not only when its glass seals are installed but are performed again on 
each rubber seal after it is brazed in place. 

Electrical Tests 

Prior to assembly into the repeater the various networks are tested 
under conditions simulating as nearly as is feasible the actual operating 
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Fig. 18 — Mu Beta gain and phase. 

conditions of the particular network. The input and output coupHng 
networks and the beta networks enter directly into the insertion gain 
and hence are held to very close limits. To ensure meeting these limits 
elements which go into a particular network are matched and adjusted 
as a group before assembly into the network. 

Repeater units are tested for transmission performance both before 
and after closing. These tests consist of; mu-beta measurements (simul- 
taneous measurements of gain and phase of the feedback loop); noise; 
modulation; insertion gain at many frequencies; exact frequency of the 
fault location crystal and crystal peak gain. Modulation and crystal 
frequency measurements are made with the repeater energized at 225 
milliamperes cable current and also at 245 milliamperes as a check on 
the ultimate performance of the whole system initially and after aging. 



PEHFORMANCE OF REPEATERS 

The phase and gain characteristics of the feedback loop of the repeater 
are shown in Fig. 18. It will be noted that at the upper edge of the band 
the feedback is a little less than the 33-34 db set as the objective. Addi- 
tional elements could have been used in the interstages to increase the 
feedback but the return per element is small. Since any element is a 
potential hazard, the lower feedback is acceptable. 
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Fig. 19 — Repeater deviation from 36.9 NM design cable. 

The deviation of the insertion gain of the repeater from the loss of 
36.9 nautical miles of design cable^ at sea bottom is shown in Fig. 19. 
This is well within the objective of ±0.05 db. 

It has been pointed out that the repeater input and output impedance 
do not match the cable impedance. This results in ripples in the system 
frequency characteristic due to reflections at the repeater. These are 
shown in Tig. 20. 

The noise performance of the repeater is determined by the input tube 
and the voltage ratio of the input coupling network. Amplifier noise 
referred to the input is shown in Fig. 21. At the upper frequencies the 
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repeater contribution to cable noise is very small. At the lower frequen- 
cies, while the repeater noise is considerably greater than thermal noise, 
this does not degrade performance because of the lower cable attenua- 
tion at these frequencies. 

MANUFACTURING DRAWINGS 

Because of the extraordinary nature of many of the manufacturing 
problems associated with undersea repeaters it was determined at the 
outset that a so-called single -drawing system would be used. For this 
reason, considerably more information is supphed than is normal. The 
effect is illustrated best in the rather large number of drawings that 
consist of text material outlining in detail a specific manufacturing 
technique. Such drawings specify the devices, supphes and work ma- 
terials needed to perform an operation, and the step-by-step procedure. 
Of course, these papers are by no means a substitute for manufacturing 
skill. Primarily they insure the continuance of practices proved to be 
effective with the Havana-Key West project. 

REPAIR REPEATER 

The "repair repeater," used to offset the attenuation of the excess 
cable which must be added in making a repair, is basically the same 
general design as the Une repeater. It employs a two-stage amplifier, 
designed to match the loss of 5.3 nautical miles of cable to within dzO.25 
db. The larger deviation compared to the line repeater is permissible 
since few repair repeaters are expected to be added in a cable. The input 
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and output impedances match the cable. As in regular repeaters a crys- 
tal and gas tube are provided for maintenance testing. The crystals give 
approximately 25 db increase in gain and are placed between 173.5 and 
174.1 kc so as not to duplicate any frequencies used in the hne repeaters. 
The crystal frequency spacing is 100 cycles. 

Wherever possible the same components and mechanical details are 
used in the repair repeaters as in the line repeaters. When changes in 
design were necessary, these were modifications in the existing designs 
rather than new types. Capacitors are like those of line repeaters. Ex- 
cept for the length of the container, the enclosm'e is identical to the line 
repeater. 

Noise and overload considerations restrict the location of a repair 
repeater to the middle third of a repeater section. 

UNDERSEA EQUALIZERS 

Even though the insertion gain of the line repeater matches the nor- 
mal loss characteristic of the cable rather closely, uncertainties in the 
knowledge of the attenuation of the laid cable can lead to misahgnment 
which, if uncorrected, would seriously affect the performance of the 
system. Misalignment which has cable loss shape can be corrected by 
shortening or lengthening the cable between repeaters at intervals as the 
cable is laid. Other shapes, however, require the addition of networks or 
equahzers in the Une. 

With these factors in mind a series of undersea equalizers were de- 
signed. The loss shapes were chosen on the basis of a power series analy- 
sis of expected misalignments. The designs were restricted to series im- 
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Fig. 22 — (a) Schematic of Type IV equalizer, (b) Schematic of Type V equalizer 
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Fig. 23 — Equalizer loss charaeteriatics. 

pedance type equalizers to avoid the necessity for shunt arms and the 
accompanying high-voltage blocking capacitoi' required to isolate the 
cable power circuits. This restriction confines the ultimate location of 
the equalizers to the middle portion of repeater sections to minimize the 
reaction of the poor repeater impedance on the equalizer characteristic. 
The dc resistance of equahzers is low so that material increase of the 
system power supply voltage is not required. 

The configuration of two of the equalizers are shown in Fig. 22. The 
loss characteristics are shown in Fig. 23. Each equalizer has a maxi- 
mum loss spread in the pass band of about 4 db which represents a com- 
promise between keeping the number of equalizers low and at the same 
time keeping the misalignment within tolerable limits. 

The components used are modifications of the repeater components. 
The mechanical construction is identical to the repeater except that with 
the smaller number of elements, the container is materially shorter than 
a repeater. 
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